PLATE CXLV
A.   TERMINAL CASCADE OF CHENEGA GLACIER
Compared in height with Washington Monument, which is 650 feet high.   Photograph, August 9, 1910, from
Photo Station C.
B.   THE ADVANCING TERMINUS or CHILDB GLACIER
Near the northern edge in 1910, when this portion was advancing into the forest at the rate of about 8J feet
a day.    Photograph, August, 1910.